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UNCLASSIFIED 

PAGE 01 PARIS 22768 060057Z 
ACTION HEW-06 


Message Text 


INFO OCT-01 EUR- 1 2 ISO-OO OES-07 EB-08 COME-OO /034 W 

129172 061820Z/50 

R051559Z AUG 77 
FM AMEMBASSY PARIS 
TO SECSTATE WASHDC 6724 


UNCLAS PARIS 22768 


E.O. 11652: N/A 

TAGS: OGEN, ETRD, EIND, TBIO, FR 

SUBJECT: FDA ADVISORY - PACER LEAD MALFUNCTION (RECALL 
T- 129-7). 


REF: STATE 4513. 

1. MR. CHEVALIER, COMMERCIAL MANAGER, AHS FRANCE, 18 
RUE PAUL PAINLEVE - 95004 ST OUEN L'AUMONE, FRANCE, 

WHICH DISTRIBUTES PACEMAKERS MANUFACTURED BY 
EDWARDS PACEMAKER SYSTEMS. 1323 S.E. MAIN STREET, IRVINE, 
CA. 92713 WAS CONTACTED BY POST CONCERNING SUBJECT 
RECALL. 

2. MR. CHEVALIER STATED THAT RECALL LETTERS HAD BREN 
RECEIVED AND ENCLOSED INSTRUCTIONS HAD BEEN FORWARDED 
TO USERS OF DEVICE. 

3. NO INCIDENTS OR MALFUNCTIONS HAD BEEN REPORTED. 
HARTMAN 


UNCLASSIFIED 
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